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Defensive #4 Cost Comparison 
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OE 

$22,950 

OE 

$22,950 —? 

cask (a][ mK %cO Vf 

BRE 2jO 

$7,230 

BRE 

$7,230 



■ Survey 

$7,109 

Survey 

$7,109 



^3 panel brochure 

$20,996 

(2)panei brochure 

$18,000 


, 

3panel coupon/form 

$19,492 

2 panel coupon/form 

$16|Q00 



prep/film 

$25,000 

prep/film 

$25,000 


1 

lettershop 

$17,265 

lettershop 

$16,000 



TOTAL: 

$120,042 

TOTAL: 

$112,289 
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Self Mailer (approximate) 


program estimate: 

$254,675 

program estimate: 

$246,922 

program estimate: $235,000 
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NOTES: 

Ail costs will decrease with the following alterations: 


i 

\C^- 

1. Deletion of the BRE component 



: 


2. Deletion of Survey component - adding the ONHH'question into copy 

3. OE cover with address panel PMS 300 to save plate changes of codes 
(4) Coupon OCR code on front of coupon to save on duplex lasering costs & 
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Source: https://www.industrydocuments.ucsf.edu/docs/tlmn0004 



